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Message Text 


LIMITED OFFICIAL USE SANTO DOMINGO 2922 

DEPT FOR A/SY/T7WSB: PANAMA FOR RSS FROM RSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: REQUEST REPLACEMENT OF PASSIVE ALARM IN AMBASSADOR'S 
RESIDENCE 

1 . PASSIVE IR ALARM LOCATED AT BACK STAIRS OF RESIDENCE HAS 

TEAR IN IR PLASTIC LENS WHICH IS CAUSING FALSE ALARMS. REQUEST WSB 
FORWARD REPLACEMENT IR ALARM UNIT. PRESENT ALARM SYSTEM AT 
RESIDENCE NOT TIED TO CHANCERY WHERE MSG CAN RESPOND TO ALARM. 
THERE IS A PAIR OF TELEPHONE WIRES THAT CAN BE USED TO CARRY 
THE ALRM CIRCUIT TO THE CHANCERY. 

2. IT WOULD BE APPRECIATED IF TECH TEAM ON NEXT VISIT COULD 
SURVEY RESIDENCE TO ASCERTAIN WHETHER FEASIBLE TO CONNECT 
RESIDENCE ALARM TO TELEPHONE WIRES TO MSG DESK. 
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